118     DOCKETED ITEMS

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106040296 Ack receipt of 910503 Itr informing NRC of steps taken to correct violations
noted in Insp Rept 50-410/91-80.

BETTENHAUSEN.L   Region   1   (Post   820201).   91/05/22.   SYLVIA.B.R,   Niagara
Mohawk Power Corp. 2pp. 57999:288-57999:293.

9106060127 Forwards "Niagara Mohawk Power Corp Nine Mile Point.Unit 2 First Inter-
val First Refueling Outage Summary Rept," consisting of inservice insps conducted
during 1988 mid- cycle outage & 1990 fall refueling outage.

TERRY.C.D. Niagara Mohawk Power Corp. 91/05/30. Document Control Branch
(Document Control Desk). 1p. 58045:303-58048:217.

-9106060130 "Niagara Mohawk Power Corp Nine Mile Point.Unit 2 First Interval First
Refueling Outage Summary Rept."

*  Niagara Mohawk Power Corp. 91/05/31. 500pp. 58045:304-58048:217.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York. Inc. 84pp. 58146:088-58146:172.

9106070063 Notification of 910619 meeting w/util in rockville.MD to discuss upcoming
mid-cycle insp of HPCS nozzle at facility.

BRINKMAN.D.S. Project Directorate 1-1. 91/06/04. CAPRA.R.A. Project Directorate I-
1. 4pp. 57993:001-57993:004.

9106140202 Forwards Safety Insp Repts 50-220/91-09 & 50-410/91-09 on 910331-
OSn.Util professionally executed repair of unisolable sample line leak on Unit 2 recir-
culation loop.

COWGILL.CJ. Region 1   (Post 820201). 91/06/06. SYLVIA.B.R. Niagara Mohawk
Power Corp. 3pp. 58128:023-58128:042.

-9106140204 Insp Repts 50-220/91-09 & 50-410/91-09 on 910331-0511. Major areas
inspected:plant        operations/adiological        controls,surveillance,maint,emergency
preparedness,security, engineering & technical support & safety assessment.
HAVERKAMP.D.R. Region 1 (Post 820201). 91/06/05. 17pp. 58128:026-58128:042.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106200216 Forwards intial SALP repts 50-220/90-99 & 50-410/90-99 for Mar 1990 -
Mar 1991.Plant operations,maint/surveillance & safety assessment/quality verification
demonstrated significant improvement since previous assessment.
MARTIN.T.T. Region  1   (Post  820201).  91/06/14.  SYLVIA.B.R.  Niagara  Mohawk
Power Corp. 3pp. 58201:313-58201:344.

-9106200220 SALP repts 50-220/90-99 & 50-410/90-99 for March 1990 - March 1991.

*  Region 1 (Post 820201). 91/06/14. 29pp. 58201:316-58201:344.

9106270055 Notification of significant licensee meeting 91-80 w/util on 910628 in
Oswego.NY to discuss SALP mgt meeting.

HAVERKAMP.D.R. Region 1 (Post 820201). 91/06/20. Region 1 (Post 820201). 3pp.
58222:351-58222:353.

R. Periodic operating reports & related correspondence

9106180404 Monthly operating rept for May 1991 for Nine Mile Point Unit 2.W/910612
Itr.

SAUNDERSON.R., MCCORMICK.MJ. Niagara Mohawk Power Corp. 91/05/31. 5pp.
58171:219-58171:223.

9106180275 LER 91-010:on 910508,primary containment inboard isolation valves for
RCIC sys isolated on spurious Div II reactor bldg general area high temp signal.Cause
undetermined.Mod PN2Y90MX021 approved for implementation.W/910607 Itr.
KINSLEY.J., FIRLIT.J.F. Niagara Mohawk Power Corp. 91/06/07. 6pp. 58178:081-
58178:086.

9106190416 Special repfon 910530,main stack & reactor bldg vent gas effluent moni-
toring sys delared inoperable.Caused by equipment malfunction & time required to
procure replacement parts.Upon receipt of parts.equipment replaced.
FIRLIT.J.F. Niagara Mohawk Power Corp. 91/06/12. Document Control Branch (Docu-
ment Control Desk). 2pp. 58195:349-58195:360.

9106210277 Forwards 910524 memo transmitting EGG-HFRU-9446, "Onsite Analysis of
Human Factors of Operating Events," interim rept.Rept describes 900514 partial loss
of instrument air at facility.

BRINKMAN.D.S.  Project Directorate 1-1.  91/06/12.  SYLVIA.B.R. Niagara Mohawk
Power Corp. 2pp. 58207:134-58207:221.

9106260217 Special rept:on 910530 & 910602.RHS HX svc water radiation monitors de-
clared out of svc following discovery of flow switch calibr problems.
FIRLIT.J.F. Niagara Mohawk Power Corp. 91/06/17. Document Control Branch (Docu-
ment Control Desk). 2pp. 58228:271-58228:272.

9106260392 LER 91-012-00:on 910521 .actuation of several ESF occurred. Caused by
loss of one offsite power feed due to excavation of scriba station.Corrective actions
include stabilization of plant & alignment of switch gear.W/910620 Itr.
COLOMB.MJ., FIRLIT.J.F. Niagara Mohawk Power Corp. 91/06/20. 6pp. 58256:056-
58256:061.
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F. Security, medical, emergency & fire protection plans

9106030237 Forwards Safety Insp Repts 50-334/91-06 & 50-412/91-06 on 910317-
0427.

WENZINGER.E.C. Region 1 (Post 820201). 91/05/17. SIEBER.J.D. Duquesne Light
Co. 2pp. 57909:091-57909:105.

-9106030239 Insp Repts 50-334/91-06 & 50-412/91-06 on 910317-0427. Major areas
inspected:plant operations.radiological  protection,surveillance/maint.emergency pre-
paredness, security & engineering & technical support.
RULAND.W.H. Region 1 (Post 820201). 91/05/17. 13pp. 57909:093-57909:105.

9106040039 Forwards Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423-
26.Concern raised re potential weakness in vital area access revalidation program
noted in Jul 1990 security insp but not yet corrected.

JOYNER.J.H. Region 1 (Post 820201). 91/05/21. SIEBER.J.D. Duquesne Light Co.
2pp. 57914:336-57914:342.

-9106040042 Physical Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423-
26. Major    areas    inspected:mgt    support    &    audits,    protected    area    physical
barriers.detection & assessment aids & alarm stations & communications.
SMITH.G.C. Region 1 (Post 820201). 91/05/21. 5pp. 57914:338-57914:342.

9106110056 Ack receipt of 910501 Itr informing of schedule rev re EOP & corrective &
preventive actions taken to date in insp rept 50-334/90-80 & 50-412/90-80.
BETTENHAUSEN.L Region 1 (Post 820201). 91/05/28. SIEBER.J.D. Duquesne Light
Co. 2pp. 57996:290-57996:291.

H. General correspondence

9106070309 Requests to be removed from mailing list for listed plants.
DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af-
filiation Given. 1p. 58039:092-58039:092.

I. Financial information

S. Reporiable occurrences, LERs & related correspondence

9106120084 Part 21 rept re unavailablity of qualification repts on designated replace-
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure of
power supply rendering single channel area monitor inoperable.
PARKER.J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp.
58109:025-58109:026.

9106060088 LER 91-008-00:on 910430.RWCU sys isolation occurred due to high differ-
ential flow signal.Caused by inadequate managerial methods.Plant change request
processed to install more reliable level instrumentation.W/910530 Itr.
COLOMB.MJ.,  MCCORMICK.MJ.  Niagara Mohawk  Power Corp. 91/05/30.  6pp.
58009:171-58009:176.

9106070075 LER 90-005-02:on 900206.reactor water cleanup sys isolation occurred due
to high differential flow signal.Caused by equipment failure.Licensed operators verify
automatic response of WCS & verify plant status.W/910530 Itr.
KINSLEY.J.R.. FIRLITJ.F. Niagara Mohawk Power Corp. 91/05/30. 6pp. 58009:199-
58009:204.

9106130015 LER 91-009-00:on 910503.ESF actuation & secondary containment isola-
tion occurred,causing reactor bldg recirculation unit cooler to startCaused by spurious
high radiation signal.Work request initiated.W/910603 Itr.

GONWAY.J.T., FIRLIT,J.F. Niagara Mohawk Power Corp. 91/06/03. 6pp. 58150:141-
58150:146.                                                                                              F

9106120350 LER 91-01 l-00:on 910507,discovered that reactor water gross beta &
gamma activity measurements not been performed within required h.Caused by per-
sonnel error.Gross beta & gamma activity performed daily.W/910605 Itr.
BLASJAKJ., FIRUT.J.F. Niagara Mohawk Power Corp. W06/05. 6pp. 58150:130-
58150:135,

9106060318 Forwards "Penn Power Annual Rept 1990," "Toledo Edison Co 1990
Annual Rept," "Centerior Energy Annual Rept 1990," "Ohio Edison Annual Rept
1990" & DOE "1990 Annual Rept to Shareholders."

SIEBER.J.D. Duquesne Light Co. 91/05/24. Document Control Branch (Document
Control Desk). 1p. 58048:218-58049:044.

-9106060324 "Penn Power Annual Rept 1990."
ROGERS.J.T. Pennsylvania Power Co. 90/12/31. 23pp. 58048:219-58048:244,

-9106070074 "Toledo Edison Co 1990 Annual Rept."
* Toledo Edison Co. 90/12/31. 27pp. 58048:245-58048:271.

-9106070080 "Centerior Energy Annual Rept 1990."

MILLER.R.A.,    FARLING.R.J.    Centerior    Energy.    90/12/31.    40pp.    58048:272-
58048:311.

-9106070088 "Ohio Edison Annual Rept 1990."
ROGERSJ.T. Ohio Edison Co. 90/12/31. 40pp. 58048:312-58048:353.

-9106070097 "1990 Annual Rept of Shareholders."
VON SCHACK.W.W. DOE. 90/12/31. 52pp. 58048:354-58049:044.

P. Operating license stage documents & correspondence

9106060165 Informs that NRC has no position on merits of Westinghouse generator
complaint & reminds of responsibilities for review.evaluation & reporting to NRC of de-
fects in safety related equipment,matls & svcs under stated CFRs.
DE AGAZIO.A.W. Project Directorate I-4. 91/05/31. SIEBERJ.D. Duquesne Light Co.
2pp. 57934:306-57934:307.28. EURY.L.W. Carolina Power & Light
